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ACTION NEA-09 

INFO OCT-01 ISO-OO SS-15 PRS-01 NSC-05 EB-07 SSO-OO INR-07 

/045 W 

122913 

R 130820Z APR 75 
FM AMEMBASSY JIDDA 
TO AMEMBASSY KUWAIT 
INFO : AMEMBASSY BEIRUT 6136 
AMCONSUL DHAHRAN 
AMEMBASSY TEHRAN 
SECSTATE WASHDC 0917 

UNCLAS JIDDA 2645 

E.O. 11652: N/A 

TAGS: OTRA, (KRAFT, JOSEPH), SA 
SUBJECT: KRAFT VISIT TO SAUDI ARABIA 

REF: KUWAIT 1590 

1. KRAFT SHOULD PLAN TO COME TO JIDDA FIRST, AND AFTERWARDS 
VISIT RIYADH AND DHAHRAN, PROBABLY IN THAT ORDER. IN JIDDA 
CALLS COULD BE ARRANGED ON MINISTER OF STATE FOR FOREIGN 
AFFAIRS, PRINCE SA'UD, OR DEPUTY FOREIGN MINISTER, MOHAMMED 
MAS'UD. OFFICIALS OF SAUDI ARABIAN MONETARY AGENCY (SAMA) 
AND PETROMIN (STATE-OWNED OIL MARKETING ORGANIZATION) ALSO 
AVAILABLE. 

2. FOR RIYADH EMBASSY CAN REQUEST THROUGH MINISTRY OF 
INFORMATION PROGRAM FOR KRAFT TO INCLUDE AUDIENCE WITH 
KING KHALID, AND MEETINGS WITH CROWN PRINCE FAHD, OIL 
MINISTER YAMANI (IF HE IS HERE), MINISTER FOR PLANNING 
HISHAM NAZER, MINISTER OF STATE FOR FINANCE MUHAMMAD 
ABAL KHAYL (SUPERVISES FOR SAG PROGRESS OF U.S.- SAUDI 
ECONOMIC COMMISSIONS) AND OTHERS. SAUDI DECISION MAKERS 
ARE THESE DAYS UNDER TERRIFIC OFFICE PRESSURES, AND ARE 
ALSO HIGHLY MOBIL. WE CANNOT THEREFORE PREDICT WHAT THE 
EVENTUAL SHAPE OF KRAFT'S PROGRAM IN SAUDI ARABIA WILL 
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LOOK LIKE. 
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3. ANYTIME AFTER APRIL 18 LOOKS ABOUT AS GOOD (OR BAD) 
AS ANOTHER FROM EMBASSY OR-AS FAR AS WE KNOW-SAG'S 
STANDPOINT. 

4. PLEASE ADVISE OF KRAFT S PROPOSED ETA. 

AKINS 
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